To:  Ostrander,  David[Ostrander.David@epa.gov];  Tulis,  Dana[Tulis. Dana@epa.gov];  Crossland, 

Ronnie[Crossland. Ronnie@epa.gov];  Cheatham,  Reggie[cheatham. reggie@epa.gov] 

Cc:  Eoc,  Epahq[Eoc. Epahq@epa.gov];  Petersen,  Chrisfpetersen. chris@epa.gov];  Ruhl, 

ChristopherfRuhl.  Christopher@epa.gov] 

From:  Webster,  Susan 

Sent:  Fri  8/14/2015  5:09:37  PM 

Subject:  Fwd:  EPA  statement  NM  domestic  wells 

Per  discussion.  Tx 
Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Edlund,  Carl"  <Edlund.Carl@epa.gov> 

Date:  August  14,  2015  at  11:31:34  AM  CDT 

To:  R6  GKM  - Managers  <R6-GKM-Managers@.epa.gov> 

Subject:  FW:  EPA  statement  NM  domestic  wells 


From:  Gray,  David 

Sent:  Friday,  August  14,  2015  11:11  AM 

To:  Crossland,  Ronnie;  Hayes,  Mark;  Garcia,  David;  Edlund,  Carl;  Coleman,  Sam;  Curry, 
Ron 

Subject:  EPA  statement  NM  domestic  wells 


Please  use  this  statement  to  respond  to  inquires. 


EPA  Statement  on  New  Mexico  Reopening  Private  Domestic  Water  Well  Use 


Today,  New  Mexico  announced  its  determination  that  private  domestic  water  well 
use  along  the  Animas  River  should  resume  based  on  water  quality  sampling 
results  collected  by  both  New  Mexico  Environment  Department  and  the  EPA. 
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Reopening  private  domestic  water  well  use  is  a state  and  local  decision  and  we 
believe  they  have  taken  appropriate  steps  in  arriving  at  this  this  decision.  EPA 
sampling  results  from  the  river  collected  last  week  similarly  show  that  water 
quality  conditions  are  returning  toward  pre-event  conditions. 


We  know  the  state  has  gone  through  a deliberative  process  in  making  this 
decision.  EPA  will  continue  to  sample,  analyze,  and  make  data  available  to 
support  local  decision  makers  moving  forward  to  allow  them  to  make  the  best 
informed  decisions. 

Sent  from  my  iPhone 
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